PLATE
LOWER PAST OF ESKER STREAM AILUVIAL FAN
Where the distributaries are spread out among the morainic hummocks of former expanded Galiano Glacier.   View from crest of Amphitheatre Knob, Station A (Map 2), at elevation of 2582 feet, June 29, 1900.